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AMPLIFIERS -AND° SPEAKER CABINETS 


FEATURES 
* master volume control 

treble and bass expanders 

treble and bass boost 

internal cooling fan — increasing component life 
tube circuitry. 


* 


The CUSTOM SPECIAL may be used for either Bass or Guitar Dimensions: 29” x 13” x 10” — 65 Ibs. 


Cabinets with CERWIN-VEGA Speakers 


| YCV-212 

YCV-18 YCV-18B P H 
Big, powerful and extremely efficient. This re- Two 100 watt 12” Cerwin-Vega speakers mount- 

A compact, reverse horn, single throated reflex verse horn, double throated reflex enclosure ed in an efficient horn type enclosure with a 
enclosure containing one 300 watt 18” Cerwin- containing one 300 watt Cerwin-Vega speaker large port on the bottom. An excellent cabinet 
Vega speaker. The unusually clean, “fat” sound provides Bass players with more than enough for both Guitar and Piano. Also may be used in 
of this cabinet makes it equally attractive for projection for large arenas, and outdoor con- larger P.A. systems (mid-range) 
recording and for live performance. For Bass certs. Also may be used in larger P.A. systems RECOMMENDED AMPS: YBA-3, YBA-1A, 


only. RECOMMENDED AMP: YBA-3 (bottom end). RECOMMENDED AMP: YBA-3 YGL-3A 


two independent channels: channel 1 is bassy, ideal for Bass or Rhythm Guitar , channel 2 has much 
more treble for punchy Bass or Lead Guitar 

* high and low range expanders, which allow wider tonal range and increase the definition of the normal 
bass and treble controls. 
tube circuitry 


Dimensions: 19” x 13” x 10” — 39 Ibs. 


two independent channels: channel 1 is rich and mellow, designed for either Jazz or Rhythm Guitar — 
channel 2 provides a clean sharp sound with more treble, for Lead Guitar 

tremolo speed and intensity controls 

reverb control 

tremolo footswitch input, and reverb footswitch input on back panel 

tube circuitry 
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L FAVIIOF SPEAKER CABINETS 


CODING: Description — Speakers: — N — Norelco, T — Traynor design, C — Cerwin-Vega. 


The coloured blocks appearing below the cabinet model nos. indicate appropriate amplifi- 
ers — they match with the colours of the amplifier nos. 


YT-15 


MODEL DESCRIPTION DIMENSIONS (ins.-Ibs.) APPLICATION 


YT-12 ae TZAN 


YF-10 4x10"”T 


YT-15 RTO" 


YC-610 6x10" T 


YC-810 8x10" T 


YGC-412 2x12" N& 
2x72" J 


x 


YB-18 1x18" T 


YS-15 tx 15" 4% 


(ported) 
YS-15P 1x15” T 


(ported) 
YCV-212) 2x 12°C 


YCV:18. -1.x.186" C 


YCV-18B 1 x 18” C 


32% X 25x 137163 


32% x 25 x 13 — 63 


37% x 25 x 13 — 90 


37% x 25 x 13 — 90 


40% x 30% x 13 — 122 


Guitar 
not for bass 


Bass or Guitar 


Rhythm Guitar 
or Bass 


Bass or Guitar 


Bass or Guitar 


29% x 29% x 13%—-100 Guitar 


30% x 24% x 1731—90 


21%x 21% x 14%—45 


242 x 22% x 15%—75 


32% x 24 x 17%-—85 


32% x 26% x 24—115 


48% x 24% x 24%—140 


not for bass 


Bass 


Bass 


Bass or Guitar 


Guitar, Piano 
or P.A. middle 
range. 


Bass 


Bass or P.A. 
bottom end 


Gils 
Guitar Mate 


The GuitarMate is an economically priced 
One-piece amp with reverb. Containing a 
single 12” speaker, the YGM-3 is suited both 
to the beginner and to the professional. 


Dimensions: 27%" -x 22” x 9%"".— 46 lbs. 


Bab UBNTAN 


Bass Mate Piggy Back 


The YBA-2A is the ‘piggy-back’ version of 
the YBA-2B. It may be combined with either 
the YS-15 or YS-15P (a ported cabinet) for 
a deeper, richer sound 


Dimensions: 16%” x 9%” x 8⁄4” — 22 Ibs. 


The YBA-2B, primarily a Bass amplifier, con- 
tains one 15” speaker. The unit represents 
outstanding value for the money. 


YS-15P YS-15 
Dimensions: 27%" x 16%" x 9%" — 42 Ibs. 


YORKVILLE SOUND Ltd. There is so much exaggeration today in R.M.S. ratings, that the consumer may YORKVILLE SOUND Inc. 
FAA Dundas Street. East very easily become confused. We have made no reference to the power ratings of 


any of our amplifiers. We simply ask that you listen to our amps and then com- 56 Harvester Avenue, 


Toronto 247, Ontario pare them on a dollar for dollar basis. Specifications available on request. Batavia, N.Y. 14020. 
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* two independent channels: channel 1 for Bass or Rhythm Guitar, channel 2 for punchier Bass or Lead Guitar. 

* internal cooling fan - increasing component life, and assuring constant power output without loss due to heat 
build-up. 

* high and low range expanders. 

* tube circuitry 


Dimensions: 19x 13" x 10” — 54lbs. 


* two independent channels, each with individual volume, treble, middle and bass controls, plus a treble 
boost switch for extra brilliant highs. 

* channel 2 has, in addition, reverb plus tremolo speed and intensity controls 

* master gain control which may be used to create variable natural distortion at any volume level. 

* tube circuitry. Dimensions: 27%" x 11” x 10” — 47 Ibs. 
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two independent channels, each with in- 
dividual volume, treble, middle and bass con- 
trols, plus treble boost switch for extra bril- 
liance. 


* 


* 


channel 2 has, in addition, reverb plus tre- 
molo speed and intensity controls. 

* master gain control which may be used to 
create variable natural distortion at any vol- 
ume level. 


* 


tube circuitry. 


The YGL-3 is a one-piece Guitar amplifier 
containing two heavy-duty 12” speakers. This 
unit offers both the power and portability re- 
quired by most professional guitarists. 


Dimensions: 27%" x 21" x 12%" — 75 Ibs. 


Wale 


Studio Mate 
three inputs 


tremolo speed and intensity controls 


reverb controls 
* footswitch inputs for reverb and tremolo 
— back panel 


* tube circuitry 


Containing four specially designed 8” speakers, 
the StudioMate provides the rich brilliant 
tone sought by both the recording musician, 
and the travelling club professional — an ex- 
tremely portable amp at a very low price. 


Dimensions: 27” x 21%" x 10%" — 57 Ibs. 


